Reverse Osmosis Water System 


AVIZA Technology 


For a complete listing of equipment go to ASML 
Silicon Valley Group (SVG) 
Thermco 

Watkins Johnson — SEG 


For Industrial Use. 
Reverse Osmosis with DI water capability 


Water 18 mega ohms resistivity potential 


Complete 


Est. 2 x 5,000 gallon tank with 4 water System = 
treatment columns and remote polishing station $80,000 
OBO 


6 pumps, controllers, filtration system, UV 
filtration 


Thousands of parts and 


DISINFECTION UNIT 


f  ULTRAVIOLS 


assemblies to choose 


from... 


All discounts subject to 


stock on hand. 


New items being added 


weekly 


All sales are final 


Order online: 


wie Si ; 831-439-6464 
SERVICE : 


any or fax (831) 401-2295 


ALL ORDERS COD, CASHIERS CHECK or CREDIT CARD, SHIPPING & HANDLING TO BE ADDED 
STANDARD CREDIT TERMS MAY BE AVAILABLE. SPECIAL PRICING “AS IS / WHERE IS” APPLICABLE CA TAXES APPLY 


